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ACTION EB-07 

INFO OCT-01 CIAE-00 COME-OO DODE-OO NRC-05 NSAE-00 USIE-00 

TRSE-00 EUR- 12 ERDA-05 ISO-OO MC-02 ACDA-07 ERDE-00 

ACDE-00 SSO-OO /039 W 

050824 

O 171557Z MAY 76 

FM USMISSION OECD PARIS 

TO SECSTATE WASH DC IMMEDIATE 2032 

CONFIDENTIAL OECD PARIS 14509 

EXCON 

E.O. 11652: XGDS1 
TAGS: ESTC, COCOM 

SUBJECT: IL 1529-ELECTRONIC MEASURING EQUIPMENT 
REF: STATE 119284 

1. REFTEL RECEIVED. 

2. WE HOPE THAT DEPARTMENT WILL SEND US INSTRUC- 
TIONS ON GERMAN MEMORANDUM IN DOC. DEF (76) 1529/1 IN 
TIME FOR TOMORROW S DISCUSSION OF IT. SINCE WE WERE WITH 
-OUT INSTRUCTIONS WHEN THE MATTER WAS FIRST DISCUSSED ON 
APRIL 27. 

TURNER 


CONFIDENTIAL 
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Draft Date: 17 MAY 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 
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Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976OECDP14509 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Film Number: D7601 90-0682 
From: OECD PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Line Count: 44 
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Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
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Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
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Review Comment: n/a 
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